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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 044018 

12 

ORIGIN COME-00 

INFO OCT-OI EUR-I2 ISO-00 EB-07 /020 R 

DRAFTED BY COM/BEWT/TDAD/558:PTERLIZZI:VAS 
APPROVED BY EB/OCA/REP/JBRABENS 
COM/BEWT/TDAD/RFSTECHSCHULTE 
COM/BEWTAJSSR/HWHEISS 

073517 

R2623I8ZFEB 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 044018 

E.O. L II652:N/A 
TAGS: BEXP, UR 

SUBJECT: REQUESTS EOR INDUSTRIAL PUBLICATIONS 
REP: MOSCOW 2123 

1 . CHEMICAL MAGAZINES EMBODYING INDUSTRIAL EMPHASIS 
INCLUDE: CHEMICAL WEEK, CHEMICAL PROCESSES EOR SALE OR 
LEASE AND CHEMICAL ENGTNEERING AVAILABLE FROM MCGRAW-HILL 
P.O. BOX 970 TIMES SQUARE STATION NEW YORK NEW YORK. IN 
ADDITION CHEMICAL ENGINEERING PROGRESS PROM A.I.C.H.E. 

345 E. 47TH ST. NEW YORK NEW YORK. CHEMICAL PROCESSING 
FROM PUTMAN PUBLISHING CO. 1 1 1 E. DELAWARE PLACE CHICAGO 
ILL. 

2. PIPELINE CATALOG CAN BE OBTAINED FROM GULF PUBLISHING 
CO P.O. BOX 2608 HOUSTON TEXAS. KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE044018 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PTERLIZZLVAS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750069-0255 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975029/aaaaaibg.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 MOSCOW 2123 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 MAY 2003 by SilvaL0>; APPROVED <08 JAN 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUESTS FOR INDUSTRIAL PUBLICATIONS 
TAGS: BEXP, UR 
To: MOSCOW 
Type: TE 
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